Brief comment text:

We strongly urge the Commission to leave the 60-meter amateur allocations intact - four channels, 100 watts ERP, secondary basis. The establishment of this allocation cited the superior propagation probability of this band for emergency use. This has not changed, and, given the ever-manifesting climate emergency, there are going to be more and more need for this capability. Thank you. 
